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turn 


$10 Second Street# S.2. 
Washington 3D. 6, 

3 Soveznber 195^ 


Potomac Electric Fever Company 
10th and £ Streets# S,W. 

Washington, 2. C. 

Ctentlemen* 

Ac a homeowner in and resident of a part of southeast 
Washington now undergoing rehabilitation# 1 am writing to 
inquire into the matter of EEPCO’q smll aluminum structure 
at the corner of 2d and C Streets# hard by St* Beter 1 * Church* 

This structure, I think you vill admit* badly disfigures 
the corner referred to# since it very closely resembles an 
outhouse cc*oaonly referred to in modern times as a "Chick 
Sale*" X was told that it houses seme electrical switch- 
boards having to do with the supply of electric power to 
consumers in the vicinity and it will probably stay on that 
comer for some time. 

Would you be so good aa to verify the information con- 
tained in the preceding sentence# telling ms why the structure 
is necessary and approximately how long it will remain? 

Very truly yours# 


william f. mmmx 
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